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Message Text 



UNCLASSIFIED 

PAGE 01 BERN 00913 281118Z 

46 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 /024 W 

094381 

R 281 1 10Z FEB 75 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 322 

UNCLAS BERN 0913 

E.O. 11652: N/A 

TAGS: OGEN, EIND, ETRD. TBIO, SZ 

SUBJECT: FDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 
REF: STATE 42181 

TWO SWISS CONSIGNEES, WANDER BERNAAND BRUNSCHWIG BASEL, 
LISTED IN REFTEL, CONFIRMED ENDO LABORATORIES INFORMED 
THEM OF ERROR IN LABELING LOTS OF "GLUSALASE" ENZYME 
PREPARATIONS DISPATCHED TO THEM BY SUBJECT US COMPANY 
LAST YEAR. ALL NECESSARY STEPS HAVE BEEN TAKEN. 

DAVIS 
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Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 




Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Message Attributes 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CONSUMER PROTECTION, LABELING, FOOD & DRUG REGULATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 FEB 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BERN00913 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750071-0159 
From: BERN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975024/aaaaadhg.tel 

Line Count: 36 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 42181 
Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 MAY 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 MAY 2003 by BrownAM>; APPROVED <29 JAN 2004 by ElyME> 
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Review Withdrawn Fields: n/a 
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